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SUBJECT: CCTV SYSTEM 

REF: TOKYO 2544, TOKYO 14266, STATE 047031 

1 . HAVE OBTAINED UPDATED COST ESTIMATE FOR SYSTEMS DETAILED 
IN TOKYO REFTELS. NEC ADVISES THAT COST IS DOLLARS 10,235 AT 
TODAY'S EXCHANGE RATE. INCREASE FROM ORIGINAL ESTIMATE REFLECTS 
CHANGE IN EXCHANGE RATE AND SLIGHT INCREASE BY NEC FOR LABOR 
COSTS. 

2. SINCE SUBMITTING TOKYO 14266 IN SEPTEMBER 1976, ANOTHER 
REQUIREMENT HAS DEVELOPED. IN SUMMARY, RSO HAS COME UNDER INCREASING 
PRESSURE TO ALLOW USE DURING GOOD WEATHER OF PATIO IMMEDIATELY 
OUTSIDE CAFETERIA. PATIO WOULD BE USED FOR CAFETERIA PATORNS 
SIMILAR TO OUTSIDE DINING AREA JUST OUTSIDE DEPARTMENT'S 

CAFETERIA. IT DOES NOT SEEM LOGICAL TO RSO TO HAVE STRICT 
CONTROLS AT ALL ENTRANCES AND LEAVE CAFETERIA PATIO DOORS OPEN 
WITH NO CONTROLS. IT WOULD BE FEASIBLE TO LEAVE THESE DOORS 
UNSECURED FOR CERTAIN PERIODS DURING THE WORK DAY IF 
WE COULD INSTALL CCTV SYSTEM, WITH ALARM TO ALERT 
MARINE TO INTRUSION AND ALSO ELECTRIC LOCKS TO SECURE 
DOORS RAPIDLY IN EMERGENCY. ALL CONTROLS WOULD BE IN 
MARINE GUARD EQUIPMENT MONITORING POST. TSO COULD 
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INSTALL ALARM AND ELECTRIC LOCKS. NEC ADVISES THAT THEY 
WILL PROVIDE CCTV SYSTEM WITH LOW LIGHT LEVEL CAMERA 
WITH PAN/TILT AND ZOOM LENS AND ALL INSTALLATION 
INCLUDING POLE FOR MOUNTING CAMERA AND UNDERGROUND 
CONDUIT FOR DOLLARS 6160. THIS FIGURE WOULD BE REDUCED 
TO DOLLARS 5090 IF WORK IS PERFORMED AT SAME TIME AS 
INSTALLATION DETAILED IN PARA ONE ABOVE. THIS CAMERA 
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WOULD ALSO PROVIDE INCREASED COVERAGE OF SOUTH END OF 
BUILDING. 

3. IT IS RSO RECOMMENDATION THAT FAVORABLE CONSIDERATION 
BE GIVEN TO CAFETERIA CCTV SYSTEM SINCE IT SEEMS 
INEVITABLE THAT DOORS WILL BE OPENED IN GOOD WEATHER AND 
THIS WOULD LEAVE VULNERABILITY IN BUILDING'S SECURITY 
SYSTEM. 

4. FOR ADDITIONAL DOLLARS 1325, NEC WILL PROVIDE INFRARED 
LIGHT CAPABILITY WITH CAFETERIA CCTV INSTALLATION. TSO 
TOKYO IN TOKYO 14958 DATED OCTOBER 5. 1976, POINTED OUT 

THAT LIGHTING AT SOUTH END OF BUILDING NOT ENTIRELY ADEQUATE 
FOR PERFORMANCE OF EXISTING SYSTEMS. HE REQUESTED TWO IR 
LIGHTS FOR INSTALLATION ON CAMERAS ALREADY IN THIS 
AREA. NEC WILL WIRE TWO EXISTING CAMERAS AT SOUTH 
END OF BUILDING AND CAFETERIA CAMERA - 
80.? 
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XJBGEN06$3 IR LIGHTS WITH SY PROVIDING 3 IR LIGHTS FOR TSO 
TOKYO INSTALLATION. 

5. IN SUMMARY, REQUEST DOLLARS 16,405 AND 3 IR 
LIGHTS TO ACCOMPLISH ALL OF ABOVE. IF THIS IS NOT 
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POSSIBLE AT THIS TIME, PRIORITY IS FOR ORIGINAL 
REQUEST DETAILED IN PARAGRAPH ONE, I.E., DOLLARS 
10,235. WILL STILL NEED 2 IR LIGHTS PER TOKYO 
14958 EVEN IF CAFETERIA CCTV NOT INSTALLED. AS 
POINTED OUT, ADDITIONS LATER WILL BE MORE COSTLY 
THAN IF ALL WORK ACCOMPLISHED NOW AS ONE 
PACKAGE. PLEASE ADVISE. 

BUTTON 
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